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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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AMENDMENT NO. 1 JULY 1994 

TO 

IS 12945:1990 DITHIANON WP — SPECIFICATION 

{Page 1, Table \ ): 

a) SI No, (ii), coll-} 

. „, ^^ ,. , Y — Deletft ihe wonds 'afteiacx^leialcdstongc'. 

b) SI No, (iii), col 2 J 

( Pa^e X, clause <S.l ) — Substitute tbe foHowmg for the existing: 

'When ficshly iciaaufacturctl matenal ia bulk quaaiity is ofTcrcd for inspection, 
representative samples of the malerial shall be drawn and tested as prescribed in 
IS IQ627 ; 1983 wiibin 90 days of its manufacture. When Ibc material is offered 
for inspection after 90 days of its manufacture, sampling shaH be done as 
prescribed in IS 10627 : 1983. Howevei, the criteria for confomuty of the 
nidterial when tested, shall be the limits of tolerances, as applicable over the 
declared nominal value and given under clause 33.1 o£ihs^ standard.* 



(FADl) 



Repiography Unil, BIS, New Delfai, India 



AMENDMENT NO. 2 SEPTEMBER 2008 
TO 
IS 12945 : 1990 OFTHIANON WP — SPECIFICATION 

(Page 2, Table 1) — Delete 'Note' 
(FADl) 



Reprography UnJt, B3S, N*w Odhi, India 



Pesticides Sectional Committee, FADC ! 



FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards on 23 April 1990, after 
the draft finalized by the Pesticides Sectional Commit Lee had been approved by the Food and 
Agriculture Division Council. 

Dithianon WP is largely used as a fungicide for the control of many foliar diseases in agriculture. 

Dithianon WP is generally manufactured to contain 75 percent ( mjm ) of dithianon. 

In the preparation of this standard, due consideration has been given to the provisions of the 
Insecticides Act, 1968 and Rules framed thereunder. However, this standard is subject to the 
restrictions imposed under thesej wherever applicable 

For the purpose of deciding whether a p;irticular requirement of this standard is complied with, 
the final value, observed or calculated, expressing the result of a test or analysis, shall be rounded 
off in accordance with IS 2 : 1960 'Rules fnr rounding nfl numerical values { revised )\ The 
number of significant places retained in the rounded off viilue should be the same as that of the 
specified value in this standard. 
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1 SGOPE 

1.1 This standard prescribes the requirements 
and methods of sampJmg and test for dzthianon 
WP. 

2 REFERENCES 

2,1 The Indian Standards Usted in Annex A 
are necessary adjuncts to this standard 

3 REQUIREMENTS 

3.1 Dithianon, tedinic^il employed in the 
formulation of dithianon WP shall conform to 
IS 12944 • 1990 

3.2 Description 

The material shall be in the form of a line, 
free-flo-witig' homogeneous powder, and shall 
wet rapidly on mixing with -water proi^ding a 
suspension suitable for use as spray 

3.3 The material shall also comply with the 
requirements given in Tabl« 1 

3.3.1 Dithiamn Qontent 

When determined by the method prescribed m 
Annex B of IS 12944:1990 the observed 
dithianon contem, percent ( m/m) oi any of the 
samples shall not differ from the declared 
nominal value by more than the percent 
tolerance limits indicated below 



JSfomtnaC Value ^ Percent 

Upto9 

Above 9 and belo^w 50 
50 and above 



Tolerarue^ Percent 



-h 10 1 

- 5 J 
± 5 y 



of the 

nominal 

value 



3.3.1.1 The lictual value of dithianon content 
in the formulation shall be calculated to the 
second decimal place for roundmg off to first 
decimal place before applying the tolerances 
given in 3.3.1 

3.3.1.2 The average dithianon content of all 
tht. samples taken shall not be less than the 
declared nominal value. 

4 PACKING 

4.1 The material bhall be packed m composite 
( metal cardboard ) containers with inner liner 



of polyethylene or laminated material with 
plastic or laminated tagger. The top and the 
bottom shall be suitably lacquered In addition 
the material shajl comply with the require- 
ments given in IS 8190 ( Part I ) : 1988 

5 MARKING 

5.1 The following information shall be marked 
legibly and indelibly on each container in 
addition to the information as required under 
the Insecttttdes Act, 1968 and Rules framed 
thereunder; 

a) Name of the material^ 

b) Indication of the source of manufacture; 
r) Batt,h numbeij 

d) Date of manufacture and date of expiry, 

e) Net mass of contents^ 

f) Nominal dithianon content percent (m/m); 
and 

g) A cautionary notice vroird^d m the 
Insecticides Act, 1968 and Rules framed 
thereundei 

6 SAMPLING 

6.1 Representative samples of the material shall 
be drawn as prescribed in IS 10627 . 1983. 

7 TESTS 

7.1 For su^ensibilKy test, start with 2 percent 
of concentration after accelerated storage 
at 54 rb TC for 24 hours as described in 11,2 
of IS 6940 : 1982 Transfer 23 ml portion of 
suspension and sediment into a 250 ml reaction 
flask Wash the cy Under with acet«ne and 
transfer to the reaction fiask Make the volusae 
to 250 ml with dcetone and shake vigorously. 
T^^ke I m7 aliquot in a 100- ml volumetric flask 
and proceed ior determination of active jngr«- 
djent as described \n Annex B of IS 12944 : 
1990 Calculate the dithianon content, percent 
by mass in the suspension including sediment by 
using the following formula: 



Dithianon content, 
percent by mass _ 



^ X 250 X 100 
550 X 100 



where 



A - absorbance of sample 



NOTE — The value 550 is the ibaotbanc^ of 1 petc^ot 
( mft ) snliitLon of dithianon sUndard of I(K^ percent 
puriiy. 



If 



Table 1 



for mtkluM WP 

(CtM/« S.3) 



No. 



ClwrmctorlBtlc 



(1) (2) 

i) DithUnon coat«bt, percent by 



11) Sievltig requicen&eQtj material pauing 
througfa 45-fDicroD IS «icve, after 
accelerated storage, percent by mau, 
Miff { f«# 13 460 ( Part 1) : 1965 ) 

iii) Suipeouibility, after accelerated 
Morage C «* Note ), perceat by maw, 
Mvt 

ir) Acidity ( at H1SO4 ), percent by mau. 
Max 



MetlHMl of Teftt, R«f t^ 

^—^ * — -^ 

Aim«K or CL No. of 
IS 12944 : 1990 IS 6940 : 1982 



(3) 

Nominal value a» declared 
on the container ( ^eg 3*3.1 ) 

98 



70 



(4) 
B 



0-5 



(5) 

U'l 

11-2 
11-3 



Alkalinity [ ai NaOH], percent by 



v) Wettability^ in seconds, Max 



0-2 



120 



11 3 



11*4 



NOTE —The material ihall nox be Bubjected id accelerated Etorage treatment if it has crossed half of lis shelf life 
as aicertainod from its date of manufacture and expiry date given on ttie conUiner. 



7.2 Q^Mllty of Reageattf 

Unless specified otherwise, pure chemicals and 
distilled water (j^f IS 1070 : 1977 ) shall be 



employed in tests 

NOTE — 'Pure chemjcala* sball mean chemicals that 
do not contain impurities which affect the result! of 
analysis. 



ANNEX A 
( Clause 2,1 ) 

LIST OF REFERRED INDIAN STANDARDS 



ISf/o, 



Title 



460 Test sieves: Part 1 Wire cloth 

( Part 1 ) : 1985 test sieves ( third reoision) 

1070 : 1977 Water for general laboratory 

use ( second revision ) 

6940 : 1987 Methods of test for pesticides 

and thdr formulations (first 
reptjion ) 



ISJ^o, 



Title 



8190 Xequiremeata for padtLng of 

( Part 1 ) : 1988 pesticides: Part 1 Solid pesti- 
cides ( second revision ) 

10627:1983 Methods for sampling of 

pesticidal formulations 

12944 : 1990 Dithianon technical 



Staad&rd Mark 

The use ofth^ Standard Mar^ is governed by the provisions of the Bureau of IniHan Standards 
Act, 1986 and the Rules and Regulalions made thereunder The Standard Mark on produces 
covered by an Indian Standard conveys the assurance that they have be«n produced ro comply with 
the requirements of that standard under a well defined system of inspection, testing and quality 
control which is devised and supervised by BIS and operated by the producer Standard marked 
products are also continuously checked by BIS for conformity to that standard as a further safe- 
guard. T)etail3 of conditions under which a licence for the lue of the Standard Mark may be granted 
to manufacturers or producers may be obtained from the Bureau of Indian Standards, 



BIS ii a ttatutory iittdtutioa established und«T th« ^iircott c/ Indum ^ndards Acf» 1986 to promote 
harmonioufl development of the activitiei of standardisatioa, marking and quality certification 
of goods and attending to connected matters in the country. 

Copyrli:ht 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade deaignatiom. Eaquiriea relating to copyright b« addressed lo the Director ( Publications ), 
BIS. 

R«vi«ltfo of lailiaii Stmadurdm 

Indian Standards are reviewed periodically and revised^ when necessary and amendments^ if any, 
•r« issued from time to time. Usera of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard may be sent 
to BIS giving the following reference: 

Doc : No. FAD 1 ( 4012 ) 
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